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Abstract 


In this study we have aimed ai the development of compositions for dielectric ceramic 
coaxial resonators having low dielectric constant, low dielectric loss (high Q) and high tem- 
perature stability. The study has been carried out on Mgo.gsCao osTiOs (MTCT) modified by 
the addition of AI2O3. The dielectric constant (~ 21) of MTCT is perhaps the lowest amon- 
gest all the high Q microwave dielectric ceramics in use today for DR application. Addition 
of AI2O3 in different amounts to MTCT leads to the formation of major phase of MgAl204 
and some other phases in small amounts. Thus the main phases present in the sintered 
samples are MgTiOa, MgAl204, and CaTiOa with small amounts of AI2O3, Ti02, Mg2Ti04, 
MgTi205 and Al2Ti05. The lattice parameters of MgTiOs decreases with addition of AI2O3 
indicated that some Al^"*" is going in solid solution in MgTiOs. This is in agreement with the 
published results. Also the lattice parameter of MgAl204 first increases, reaches a maximum 
and then decreases upon addition of TiOg- 

The dielectric constant decreases as the content of MgAl204 increases. This is in agree- 
ment with logarithmic mixture rule. The temperature coefficient of resonant frequency 
(TCF) value is increased with MgAl204 content. The quality factor attains a maxium \’alue 
(ci 3400 at 9.67 GHz) at 0.6 MgAl204, and goes to minimum (ci 1200 at 11 GHZ) at the 
composition 0.8 MgAl204. The decrease in Q value at higher MgAl204 (> 0 . 8 ) content is 
due to the low density and the presence of microcracks, which cause high loss. The composi- 
tion at 0.6 MgAl204 has the best properties in the whole composition range. The dielectric 
constant of 12 . 4 , quality factor Q ~ 3400 at 9.67 GHz and TCF ~ -26 ppm/°C have been 
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obtained for this composition. While the dielectric constant and Q are within acceptable 
range, the TCF is highly negative. Tailoring of temperature stable material has been done 
by the variation of CaTiOa content in the system 0.35 {Mgi-yCayTiOz) - 0.6o (MgAkOi)- 
The composition range 0.086 <y< 0.143 ha£ been investigated. The TCF value changes 
from -16 to +18 ppm/°C at 13 MHz and -20 to +33 ppm/°C at - 10 GHz. The TCf value 
of -4.7 ppm/°C (at 13 MHz) has been obtained with the composition having y — 0.1 where 
35 the same (y = 0.1) composition has e. n. 21, Q n. 2500 and TCF o. +10ppm/°C at 9.25 

GHz. 
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Chapter 1 


Introduction 


1.1 General 

The electric circuits with which we are mostly familiar operate at low frequencies. In 
these circuits the stray elements for a circuit component are ver>’ small e.g. a capacitance is 
nearly fully capacitive and has negUgible inductance or resistance. Thus the capacitance is 
thought to be concentrated in the capacitor, inductance in the inductor and the resistance 
in the resistor. These circuits are therefore called circuits with lumped components. 

At higher operating frequencies, effects not important at the lower frequencies need to 

I 

be taken into account. These are: (i) the stray elements become more important and the 
magnitude of these is not known exactly, (ii) the transit time of the signal in the circuit j 
is no longer negligible as compared to the reciprocal of the frequency and, alternately, the j 
wavelength approaches the dimension of the circuit elements, (iii) electromagnetic (em) 

I 

radiation occures. j 

In microwave (>1 GHz) circuits, the energy is transmitted through special transmission : 
lines in which the electromagnetic field is bounded in the transverse direction so that no , 
radiation occures. The transmission line here has a capacitance and inductance distributed ! 
along its length. Thus the circuit elements in microwave circuits are refered to as distributed, j 
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The most common configuration of the microwave transmission lines are coaxial lines and 
the rectangular wave guide (Fig. 1.1). The electromagnetic wave propagates in the space 
inside the the transmission line. The accompanying current flows in a thin ’’skin” on the 
surface of the conducting wail. The electrical behaviour of these transmission lines can be 
very accurately calculated and the uncertainties due to strays are not present. 

In the early days, the microwaves were being generated and amplified only by ther- 
moionic valves. With the advent of semiconductors for this purpose, it became necessary to 
devise microwave transmission lines and components which were less bulky as compared to 
coaxial or rectangular waveguides. For the transmission of microwaves, planar wave guides 
have taken the place of cavity wave guides. These consists of thin metal strips on a dielectric 
substrate. Many configuration of planar wave guides are possible of which the microstripline 
is the more frequently used (Fig. 1.2) [1]. 

Two of the most important components needed in microwave circuits for applications 
such as broadcasting via satellite and mobile telephones are resonators (for maintaining the 
frequency of the circuit in the specified band) and filters. Upto 1980’s these components 
used to be relatively large cavity resonators made of invar or copper. Invar waveguide is 
used in the applications where high temperature stability is required. In general, copper 
waveguide is used in applications where lower temperature stability can be tolerated. It is 
also less expensive to fabricate. The size of these waveguide resonators is not compatible 
with microstrip or stripline integrated circuits [2]. All the requirements, high Q, high tem- 
perature stability and small dimensions can only be met by the use of dielectric ceramic 
resonators, which can be smaller because the permittivity of ceramic is higher than that of 
air. The quality of resonator depends upon the dielectric properties of material at microwave 
frequency. Two types of resonators are presently in use. These are coaxial j resonators for 
use with frequencies upto 3 GHz and solid rod dielectric resonators for use upto 30 GHz. The 
coaxial dielectric resonators (CDR) need to be electroded where as the dielectric resonators 



1.1 General 


3 



a 



b : 

! 

Figure 1.1: (a) Coaxial line. The electromagnetic wave propagates in the space between the i 
inner and outer conductor and is entirely enclosed in the lateral direction, (b) Rectangular j 
waveguide. Here again wave propagation is only possible in the longitudinal direction [1]. I 
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Figure 1.2: (a) Stripline. A strip conductor is sandwiched between two ground planes and j 
is held in place by two layers of dielectric material, (b) Microstrip. The strip conductor | 
here is readily accessible for making connections than symmetrica] stripline (a), (c) The ; 
microstripline is the electrical equivalent of a twin-ware transmission line in which the second ; 

I 

conductor situated at the image of the strip conductor in the ground plane, (d) Suspended | 
stripline. The field of the strip conductor, unlike that in (a) and (b), is largely in air. (e) | 
Coplanar waveguide, (f) Slotline. The r.f. electric field appears across the slot, and slotline i 
is therefore suitable for the connection of parallel impedances [1]. j 
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(DR) are used in unelectroded condition. As the electrode material has finite conductivity, 
the quality factor (Q) of CDR is limited to < 1500. The DR do not need electroding so their 
Q is limited only by the Q of the material. 

In CDR, the no load Q (Qo) depends on the tan 5 of the material, the electrical con- 
ductivity of the metal electroding, CDR cross sectional dimension and the ratio of the inner 
and outer diameters. At frequency above > 1 GHz, the CDR dimension become too small 
for easy manufacturing and applications. As the dimension ( length ‘1’) of a CDR is given 
by [3] 


Aq 1 
4 


( 1 . 1 ) 


the dielectric constant Cr of the material needs to be decreased to bring back up the 
size. This is beneficial in other respects also: (a) the temperature coefficient of dielectric 
constant TCK and hence the temperature coefficient of resonant frequency TCF decreases 
as er decreases (b) the resonant modes of the resonator become fewer and more separated 
leading to less interference, better tuning (c) Q of the resonator increases because of larger 
size (d) it is easier to manufacture components with reproducible properties. As the allowed 
frequency range for communication moves towards higher frequencies, it becomes important 
to develop materials for CDR with low but high Q (> 2500) and near zero TCF. 

In the high~K dielectric ceramics used for microwave resonators the dissipation factor 
increase with frequency above 1 GHz, so that there may be problems in obtaining suitable 
dielectrics for use near 100 GHz. In this case lower permittivities may give satisfactory 
components. The source of loss at higher frequency range has been attributed to the infrared 
absorption bands due to ionic polarization which may be very small in low K ceramics [4]. 
In addition to their use in CDR’s, the low-K dielectric ceramics are frequently used for other 
components and devices in electronic circuits at frequencies above 1 GHz. Low-K dielectric 
ceramic also find a application as multilayer substrates in insulating two conductors in hybrid 
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circuits since low permittivity minimises coupling between components and conductors on 
the substrate surface. 

In last two decades, the development of large-scale integration (LSI) and ver^' large-scale 
integration (VLSI) has promoted the generation of multilayer substrates to fulfil the demand 
of electronic systems for reduced size, higher integration density and better reliability. 

The requisite properties of any candidate material for multilayer substrates are the 
following [5]: 

(1) High electrical resistivity, such that the substrate acts as a perfect insulator. 

(2) Low dielectric constant, which reduces the signal delay time (i.e. oc ^). 

(3) Low dissipation factor (tand), which reduces the loss of the signal. 

(4) The sintering temperature of substrates should be < 1000°C inorder to use Pd-Ag 
alloy, Au or Cu as conductors. These have comparatively low electrical resisthfities, as well 
as less fabrication costs. 

(5) the coefficient of thermal expansion of substrates should be very less and close to 
that of silicon (3.6 - 4 ppm/^’C) to avoid ’’thermal stresses caused by the thermal expansion 
mismatch between the Si chips and substrates” . 

(6) High thermal conductivity. The thermal conductivity of the substrates is very im- 
portant, particularly for high output power devices. 

(7) Good mechanical properties. 

(8) Stable chemical properties. 

A low dielectric constant is favorable when used for a substrate, because it reduces the 
time delay of electronic signals during propagation in the conductor which is fabricated on 
the substrate. The signal delay time is related with the dielectric constant through the 
relation [6]; 


Td = L 



C 


( 1 . 2 ) 
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Where ‘T^ is time delay in nanoseconds, is dielectric constant of that material, C is 
the speed of light and ‘L’ is the distance travelled by the signal. 

As mentioned earlier , for use at higher frequencies, the resonators are in the form of a 
piece of a solid ceramic rod. These are termed simply as ’’dielectric resonator” (DR). The 
diameter of a DR depends on the wavelength Aq and the dielectric constant as [3] 

D == (1.3) 

Hence it is desirable to use materials with high so as to miniaturize the circuits. 

The dielectric properties required for practical microwave filters in DR mode are a 
high unloaded Q (> 3000) and low temperature coefficient of resonant frequency TCP 
(±20ppm/°C*). In addition the high dielectric constant (prefarably > 30)is desirable [7, 8]. 

1.2 Parameters of Dielectric Materials 

The properties of an ordinary dielectric material can be specified by a complex dielectric 
constant Cr- In general Cr is separated by real and imaginary parts; 


€r = € — je" =€ {1 — j tan 5) 


(1.4) 


where j = 

The dimensionless quantity tand in equation (1.4), is called the loss tangent; it is equal 
to the power dissipated devided the power stored per cycle and is thus a measure of energy 
lost in the form of heat when a wave is propagated through the material [9]. 

According to classical dispersion theory, the frequency dependence of real e and imag- 
inary e" part of complex dielectric constant are given by the following equations [10]: 





I 


47rpja;^(a;^ — u>^) 
(iof - 0 ) 2)2 ^ 


(1.5) 
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^"N = E 




(^2 _ ^ 2)2 + 


( 1 . 6 ) 


The summation is over all lattice oscillators. The strength Airp^, width and resonant 
frequency Wi of each oscillator are called dispersion parameter and Coo is the dielectric con- 
stant caused by electronic polarization at very high frequency. With the condition w'^ <IC w;. 
the loss tangent corresponding to ith dispersion parameter is given by 


^ ^00 + E 47rpj 


(1.7) 




^00 + Et 47rpt 


(1.8) 


- tigiv 


Where 

According to above description of classical dispersion theor\'. the relative permittivity is 
independent of frequency and loss tangent (tan 5) is propertional to frequency w. Hence, Q 
decreases with increasing frequency. Therefore it is always convenient to consider Q.f value 
for each material, as so-called figure of merit [11]. 

The quality factor ‘Q’ is an important parameter for ever>" dielectric material which is 
to be used for electronic device applications. The qualitry factor ‘Q’ of a dielectric resonator 
is defined for each resonant mode by [12] 


_Jj__ J£_ 

A/ Aw 


(1.9) 


Where fr is the resonant frequency and A/ is the bandwidtih between the frequencies , 
fr:tAf /2 for which the amplitude of surface current, the surface charge, electric and magnetic ' 
fields is reduced to 0.707 of its value at resonant frequency fr- The quality factor, in general i 
may be written as i 
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Q = 27r maximum energy stored/energy dissipated per cycle 

The temperature coefficient of dielectric constant and resonant frequency are defined 


1 f)K 

TCF=^^ ( 1 . 11 ) 

frdT ^ ’ 

The temperature coefficient of resonant frequency TCF is related to the linear thermal 
expansion coefficient (a) as well as to the temperature coefficient of relative permitthity 
TCK of the dielectric. The relaion is [4] 


TCF = 


TCK 


— a 


Since TCC = TCK + a 


( 1 . 12 ) 


^TCF = -l{TCC + a) (1.13) 

In order to maintain the resonant frequency within tolerable limits, TCF must be within 
20 X 10~® of zero. 

1.3 Microwave Measurements of Complex Permittiv- 
ity er and quality factor Q 

For the measurement of complex permittivity and quality factor ‘Q' of a dielectric 
material at microwave frequency, the usual arrangement is as shown in Fig. 1.3(a) and 
Fig. 1.3(b) is the schematic representation of measuring cavity [13]. In a cylindrical sample 
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microwave resonances are generated whose geometry (wavelength) is comparable with the 
geometry of resonances in a dielectric resonator. The sample is placed between two conduct- 
ing plates on both sides. A variable frequency signal is applied from the network analyser 
(NA) to the sample via a coa-xial line and excites a field in it. The signal is returned to the 
analyser by a second coaxial line. 

The permittivity parameter Cr of the dielectric resonator material is obtained from the 
measured resonance frequency fr, the geometry of the specimen and the height of the air gap, 
between the specimen and the top metal plate, which is sensitive to the resonant frequency. 
The equation required for evaluating the permittivity Cr is given by [14] 

fr{GHz) = (1.14) 

Where ‘h’ and ‘d’ are the height and radius of dielectric cylinder and ha is the air gap 
between the upper plate and cylinder. 

The dimension of the specimen are very important to achieve wide separation of modes 
and to reduce the chances of overlap with higher order modes. The proper aspect ratio ( 
diameter /length ) is 2 - 2.5 [13]. 

I 

Fig. 1.4 shows a frequency spectrum measured with the arrangement of Fig. 1. 3(a). In i 
this figure the transmission parameter 521 is plotted against frequency. This spectrum con- ; 
tains transerverse electric (TEonp), transverse magnetic (TMonp) and hybrid modes (HEmnp)> j 
where m, n, p are integers relating to the number of periods of the electric or magnetic field j 
in the circumferential, radial and axial directions respectively. It is shown on the plot that ; 
the mode with lowest frequency is called HEm mode. Q of material is determined from the ; 

i 

shape shown by dotted curves, around the TEon mode. The dotted curve is obtained by the | 

I 

magnification of the peak for TEqh mode, in the horizontal direction. The quality factor | 
‘Q' is approximately equal to the ratio of the resonant frequency ‘/ri width of the | 

resonance peak, measured 3dB below the peak (A value of 3 dB corresponds to power ratio 
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(a) 




Figure 1.3: (a) Experimental arrangement for measurement of complex permittivity in HaMd- 
Coleman configuration, (b) Schematic diagram of measuring cavity [13]. 
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Figure 1.4: Example of frequency spectrum measured with the network analyser. The mod- ; 
ulus of the ratio S 21 of the voltage at terminals 2 and 1 is plotted in dB as a function of ' 
frequency [2]. i 
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of 0.5) [2]. 


1.4 Review of Microwave Dielectric Materials 

In the recent years, considerably effort has been devoted to the development of materials 
for dielectric resonators with high and high Q. Search for materials with low but 
Q > 2500 and TCF ~ 0 has only recently begun afresh for use in coaxial dielectric resonators 
as the allowed frequencies for communication purpose have been increase by the regulator}' 
authorities. In the following review we cover mostly the materials for DR for high frequency 
applications. Among these, a group of materials which are highly technically useful, are 
shown in Table 1.1. 


Table 1.1: Dielectric properties of some microwave dielectrics. 


Material 


TCF 

Q 

f(GHz) 

Q.f(GHz) 

Reference 

MgTiOaCaTiOs 

21 

0 

8000 

7 


11 

Ba(SnMgTa )03 

25 

0 

43000 

10 

430,000 

11 

Ba(ZnTa )03 

30 

0 


12 

168000 

11 

(ZrSn)Ti 04 

38 

0 


5 

51500 

15,16 

BaaTigOzo 

40 

0 


4 

32000 

17 

BaO-PbO-NdaOa-TiOa 

90 

0 

5000 

1 


11 

(BaSr)0-Sm203Ti02 

80 

0 

3700 

3 

11100 

11 

CEXi03"C2l(Ali/2T2li/2)03 

46.5 

0 i 



27300 

18 

(Lai/aNai/ajTiOa- 

Ca(Fei/ 2 Nbi/ 2)03 

58.9 

0 



14070 

19 


The details of stochiometry and dielectric properties of some of the important family of 


dielectrics are described below. 
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1.4.1 MgTiOs - CaTiOg 

This two phase system is a well known material for microwave dielecric ceramics. The 
end members have quite different properties, with Q values changing by more than a factor 
of 10, and the temperature coefficient of resonant frequency (TCF) is far away from stable 
value zero. In this composition, the partial substitution of magnesium by calcium is known 
to modify the large negative temperature coefficient of resonant frequency [20] of magnesium 
titanate (MgTiOs). The dielectric properties of end members are shown in Table 1.2. 

Table 1.2; Dielectric properties of Magnesium Titanate and Calcium Titanate ceramics at 7 
GHz frequency [11]. 



Cr 

Q 

TCF 

MgTiOs 

17 

> 20000 

-45 

CaTiOs 

170 

1800 

-h800 


For technical applications, a composition of (Mgo. 95 Cao.o 5 )Ti 03 is usually selected to get 
a stable temperature compensating system, which yield TCF ~ 0, 21 and Q c; SOOOat 

7 GHz. 

All the above results are obtained by conventional mixed ceramic methods. But as 
reported by Freer [11], the work has been done by Ferrira etal [21] to enhance dielectric 
properties of this system. They have processed the same composition by chemical route, and 
the chemically prepared powders pressed isostatically and sintered at moderate temperature 
(1150 °C), yield higher Q values (n; 22000 at 7 GHz). 

1.4.2 Ba0-Ti02 system 

As reported by Wersing [3], BaTi 409 was the first microwave dielectric ceramic found 
to have excellent dielectric properties (cr — 38, TCF ~ 15 ppm/°C, Q — oOOO at 2 GHz). 
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Ba2Ti902o is the successor of the original system BaTiOa, which possessed even better prop- 
erties. 

The microwave dielectric properties of the compound BaT^Og were reported first by 
Masse etal [22] as — 39, Q ~ 2500 and TCK ~ —49 (TCF ~ 18 ppm/°C). Bryan etal 
[7] were first to investigated the dielectric properties of ceramics in Ti02 rich region of 
BaO-TiOg. They obtained the compound Ba2Ti902o using carefully controll calcination and 
sintering conditions, which yielded Cr ci 40, TCF ~ -2 ppm/°C and Q > 8000 at 4 GHz. 

Although various authors [7, 17, 23] have reported the existence of Ba2Ti902o compound 
within the Ti02 rich binary region, their structure data are not compatible. According to 
phase diagrams, the range of existence of Ba2oTi902o and BaTUOg are limited, being 0.818 
- 0.819 and 0.798 - 0.799 mole fraction of Ti02 in BaO-Ti02 respectively, at 1100 °C. 

The composition homogeneity of powders also appears to control the formation of 
Ba2Ti902o phase. The phase formation, kinetic and structural homogeneity is improved 
in the sol-gel processed Ba2Ti902o compound [24]. A little difference was found between 
samples prepared by hot pressing and those prepared by sintering when the densities are 
equal. The sintering temperature reported by all authors were between 1350 - 1450 °C for 
conventional processing. The dielectric loss for all hot-pressed and sintered sample could be 
lowered by oxidizing heat treatment. A 48 hr annealing at 950 °C in O2, improved Q by 5 
to 20 %. 

1.4.3 (Zr,Sn)Ti 04 system 

The ceramic system based on zirconium titanate have long been used as temperature 

i 

stable dielectrics [11]. The investigation of solid solution of Zr0-Ti02-Sn02 with ZnO wasi 
started in 1950’s, for the use of temperature stable capacitor [3]. Solid solution formation in i 
the system Zr02-Ti02-Sn02 has been investigated by Wolfram and Gobel [15] at 1250 < 

I 

T < 1350"C. Single-phase solid solutions of Sn02 in the ZrTi04 were found to exist in the' 
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composition zone shown in Fig. 1.5. 

There is a structural transition at 1125 °C, between the socalled ” high-temperature” 
form having short unit cell parameter, and the ” low-temperature” form having a long unit 
cell parameter. The structural transition is well understood if one takes into account that 
a - Pb 02 structure of ZrTi04 transforms into the rutile structure of TiOaCSnOa) at certain 
Sn content. As an overview of this system, some important results are shown in Fig. 1.6 
and Fig. 1.7, as \-ariation of dielectric properties with Sn content. 

The composition having the zero temperature coefficient of resonant frequency (TCF), 
within the solid solution region is of particular interest of the material for use in microwave 
frequency. The tj-pical dielectric properties obtained at y = 1, x= 0.25, TCF ~ 0 and at x 
= y = 1 - z/2, Q is almost constant for z < 0.4 [3]. All the required dielectric properties 
has been satisfied by one composition Zro8Sno2Ti04, which yield e ~ 40, (Q ~ 5000 to 10000 
with Q.f > 35000 upto 10 GHz and TCF ~ 0 [25, 26, 27, 28]. 

The works" of various authors [15, 25, 29] have revealed that the sintering of ZTS is 
difhcult even at a temperature of 1600 ‘’C. Thats why some investigators [25, 30] have 
explored the addition like Fe, La203, NiO etc. to activate the reaction and densify at some 
lower temperature (1200-1400 °C). 

Good quality of ZTS ceramics can be prepared through chemical route. Preparation of i 
ZTS powders by sol-gel technique has also been reported by Hirano et al [27], who have 

obtained — 40, TCF ~ 3 ppm/°C, Q ~ 5000, Q.f cz. 50,000, when the densification i 

I 

is > 96%, without any additive, at sintering temperature 1600 °C. In that report Hirano! 
mentioned that the dielectric constant in this system was remarkebly dependent upon the' 
relative densities of the sintered bodies and lattice parameters, while ‘Q’ value is basically 
affected by the oxygen vacancies in the system. An increase in the relative permittivity witfi 
the inclusion of Sn in ZrTi04 was due to the enhancement of ionic polarization with the 

I 

increase in lattice parameter i.e. c - axis length. i 
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SnO 2 



Figure 1.5: Solid solution formation region in the system Zr02-Ti02-Sn02 at 1250 to 1350; 
°C [15]. 



Unloadtd Quality Factor Q 
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Figure 1.7: Quality factor of ZTS dielectric resonator as a function of Sn content [3]. ' 
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1 . 4.4 Complex Perovskites ( AB1/3B2/3O3 ) 

Microwave dielectric ceramics with complex perovskite structure possess highest avail- 
able ‘Q’ values, 10000 — 40000 at 10 GHz and, have relative permittivities in the range 22 - 
30 [11]. These systems are technically attractive for use at frequencies of about 10 GHz and 
higher, due to their- extremely higher Q.f products and good temperature stability. 

In general one can make a group of all complex perovskites with a general formula 
-■^(®i/ 3®2/3)*^3) where A, B and B" can be amongest the following ions : 

A : Ba2+, Sr2+ 

B' : Mg2+, Ca2+, Zn^^, Ni2+, Mn^^, Co^^ 

B" : Nb®+ or Ta®+ 

Some of the well known compounds in the perovskite family that have been investigated 
are as follows [31, 32, 33, 34, 35] 

A = Ba2+, B" = TaS+ 

Ba(Zni/3Ta2/3)03 (BZT) 

Ba(Mgi/3Ta2/3)03 (BMT) 

and A = Ba.^+, B" = Nb5+ 

Ba(Nii/3Nb2/3)03 (BNiN) 

Ba(Zniy'3Nb2/3)03 (BZN) J 

Hiroshi [35] reported a wide range of compositions having perovskite structure. Several 
authors [36] have investigated the dielectric properties of above compound which form] 
the solid solution with binary compounds and another complex perovskites. The investi| 
gated compounds were BZT-BaZrOg [35], BMT-BaW04 [37], BMT-BaSn03 [38], BZIj 
Ba(Cai/3Nb2/3)03 [39], BZT-SBGT [36] etc. | 

The microwave properties of the most studied complex perovskites are as follows : , 

BZT based : e, - 30, Q.f ci 36000 to 21000, TCF 0 | 

BMT based : ^ 24, Q.f ~ 50, 000 - 200, 000 , TCF ~ 0 
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BNiN/BCoN, BZN based : ~ 30 - 34, Q.f ~ 50.000 - 100,000 , TCF ~ 0 

The dielectric properties of perovskites are sensitive to purity, composition, crystallo- 
graphic structure and microstructure of the material [35, 38]. There are some systems e.g. 
Ba(SnMgTa)03, in which the presence of second phase decreases the Q value [35]. High 
sintering temperature and difficulty in obtaining a single phase are major problem in the 
preparation of these materials. In order to obtain high 0 values, ordering of B-sites appears 
to be important and long sintering time (60 - 100 hr) is needed to produce highly ordered 
materials. According to report of Freer [11] the dielectric Q- value changes from 10000 
to 1000, in Ba((MgCo)i/3Nb2/3)03 systems as the A-site/ B-site ratio for cations changes 
slightly by 0.004. 

1.4.5 Ba 0 -RE 203 -Ti 02 system 

In early 1980's investigation were carried out to develop a microwave dielectric having 
higher relative permittivity. These investigation guided a new family of materials based on 
Ba0-RE203-Ti02- According to the report of Wakino [26], the first system in this family 
was Ba0-Nd203-Ti02, investigated throughly by Bolton and Kolar [40]. The material in this 
system posses high relative permittivity and reasonably high Q values. But the temperature 
stability of this materials is still under active investigation. The ternary compounds in this I 
system which has required microwave dielectric propenies are classified into two categories 
according to their structure. ^ 

(i) An orthorhombic structure with compositions 1:1:4 and 1:1:5 of BaO : Nd203 : Ti02. 

(ii) A tungsten bronze structure, with the general formula Ba6_3xRe8+2xTii8054, with 
solid solubility range 0.3 < a: < 0.7 [41] and suitable dielectric properties obtained in the 
composition range of x = 0.5 to 0.7 in the solid solution [42]. 

(1) With the conventional processing method the dielectric properties in the system o; 
compounds with orthorhombic structure have a large range, depending on RE used. Varioul 
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authors [43, 44] have reported that more useful dielectric properties, particularly tempera- 
ture stability, are obtained by using Sm and Nd in composition 1:1:5 of BaO-REoOrTiOo, 
which yield the following properties. 

e m 72 to 78, Q.f m 5500 at 1 GHz with Nd, Q.f m 12000 at 3 - 4 GHz with Sm. and 
TCF m 0. 

Some authors [26, 40] have indicated the possibilin- of obtaining single phase materials 
in the composition 1:1:4 to give better dielectric propenies. 

(2) The stochiometry of both composition 1:1:4 and 1:1:5 of Ba0-Re203-Ti02 are not 
compatible [45]. The Ba0-Re203-4Ti02 ternary compound corresponds to x = 0.5 in the 
general formula Ba6-3a:Re8+2iTii8054, a well known resonator material. With this idea. 
Matveeva et al [46] have reported their work with x = 0.75 and RE = Pr and got a 
compound Ba3.75Pr9.5Tii8054 which has tungsten bronze structure and whose microwave 
dielectric properties are useful in solid solution range 0.5 < x < 0.7 [41]. The relative 
permittivity 80-90 and Q.f < 10,000, and TCF m 0 were achieved with this composition 
and structure. These compounds are under active investigation. 

1.5 Statement of the Problem 

The above material review covers mostly possible microwave dielectric ceramics having 
high dielectric constant, high Q and highly temperature stable. Among them (MgCaiTiOs ' 
system has relatively low dielectric constant (m 21). To reduce the dielectric constant rmther, ' 
it is necessary to add some low dielectric constant material to the above (MgCa)Ti03 s^rstem. 

I 

The mostly available ceramic material having low dielectric constant are AI2O3 (- 9.5), | 
MgAl204 (~ 7.5), berylia (~ 6.5), stetite (MgSiOa) (~ 6.5), zircon (~ 8.8) [47]. Addition of , 
AI2O3 to (MgCa)Ti03 is likely to lead to the formation of MgAl204 as a major phase. The | 
addition of Ai203 to (MgCa)Ti03 system with the formation of xMgAl204 phase is proposed ' 
to be investigated in this work. The phases obtained on addition of different amounts of. 
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AI2O3 are to be investigated and the dielectric properties of the resulting samples are to be 
measured and correlated with other parameters. 



Chapter 2 


Experimental Procedure 


2.1 Sample Preparation 

2.1.1 Specification of the starting materials as on the labels 

I Magnesium Oxide (MgO) 

(‘Baker Analysed’ Reagant) 

Formula Weight - 40.3 
Appearance - White Powder 
Adsorption (FDC Yellow No.4) mg/g - 17.8 
Loss in Ignition - 2.1 

II Calcium Carbonate, CaCOa, (GR) 

(Sarabhai M. Chemicals) 

Molecular Weight - 100.09 
Appearance - White Powder 


III Titanium Oxide, TiOa, (Anatase) 
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(Fluka Chemie AG, Switzerland) 

Purity > 99% 

Formula Weight - 79.00 
Appearance - White granular powder 
Gluhverlust <0.5% 

IV Alumina, AI 2 O 3 (High Purity Alumina) 

(Sumutimo Chemical Co., Tokyo) 

Type AKP - 50 
Molecular Weight - 101.96 
Appearance - White granular powder 
Particle Size -0.3/um 

2.1.2 Loss in Weight on Heating of the Starting Materials 

All the four starting materials were weighed separately and kept inside the oven for 15 
hrs at 140 °C. After removing from the oven, the individual powders were weighed again. 
By this way the losses due to the absorption of moisture in starting materials was estimated. 
The moisture absorption in MgO, CaCOa, Ti 02 , and AI 2 O 3 were (wt %) 3.6 %, 0.1 %, 0.57 
% and 0.31 % respectively. Then, a weighed amount of each individual dried powder was 
heated separately in a furnace at 1200 °C for 4 hrs. From the weight of powders before 
and after heating, the loss in heating to high temperature (1200 °C) was obtained. High 
temperature losses in MgO. CaCOa, TiOa and AI 2 O 3 were 25.23 %, 43.91 %. 0.4 % and 0.41 
% respectively. The loss in CaCOa (i.e. 43.91 %) was expected due to removal of CO 2 from 
CaCOa- These losses were laken into account during the preparation of a particular batch. 
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2.1.3 Batch Composition, Calcination and Pressing 

Samples were prepared so as to yield mixtures of MgogsCao.osTiOs with different volume 
fractions ( 0 , 0 . 2 , 0.4, 0.6, 0.8, 0.8, 0.9, 0.98 and 1 . 0 ) of MgAl 204 . These volume fractions 
were converted to mole fractions (as shown in Appendix A) so that the composition could 
be represented by the formula ((Mto<^ao 05 )^ 203 )^ - {MgAl 204 )^_^. The calculations of 
the required amounts of each powder for a particular composition is elaborated in Appendix 
A. For the preparation of a batch, the calculated amounts of the starting powders were 
taken. Then the powders were mixed in mortar pestle for 15-20 minutes. For proper mixing, 
some amount of propanol was added to the mixture and mixing was continued in the mortar 
pestle for another 40-45 minutes. After mixing with propanol, the resulting paste, still in 
the mortar, was dried in an oven for 2 hrs at 90 °C. It was ground for 5 to 10 minutes before 
calcination. 

The above dried material was calcined for 4 hr at \‘arious temperatures (i.e. 1100, 1150, 
1200 °C) separately. The powder was kept in a platinum crucible covered by a perforated 
A/ 2 O 3 lid. The heating and cooling rates were 5 °C per minute. The weight of material was 
measured before and after the calcination, to confirm that there is no significant weight loss 
beyond what is expected. All the possible precautions were taken during material transfer. 
In order to avoid the loss, the material was weighed with the crucible, without transferring. 

The above calcined powder was ground in mortar pestle for 5-10 minute. Then l9o PVA 
solution (Igms of PVA in 100 ml distilled water) was added as a binder to the above material 
in amounts of 1 vol % / mass (x ml PVA solution to x gm of calcined powder). The PVA 
solution was mixed with the calcined powder, in the mortar pestle, for 20-25 minutes. Then 
it was dried for 40 minute, inside the oven at 90 °C, until nearly dry. The binderized powder 
was passed through a seive of size 70-80 mesh to get it in the form of granules. 

Preweighed amount of powder was pressed into pellets. Mostly the amount of powder 
taken was about 1.75 gm which produced a sintered pellet 6 mm thick. The powder was 
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pressed into cyllindrical pellets (12 mm dia x 7.5 to 8 mm length) in a hydraulic hand press 
using high chromium steel die. Pressure was applied steadily and slowly; after attainment of 
maximum load of 24 KN, 2 minutes were allowed before release of load in order to homogenize 
the pressure. The pressure used was thus 212 MPa. 

2.1.4 Binder Removal and Sintering 

The pellets as prepared above were heated to 600 °C at 3 °Cmm~^ and held for 3 hrs 
for the removal of binder. 

For sintering a furnace with silicon carbide heating elements was used. Two to three 
pellets were placed on an alumina plate. The pellets were separated by fused alumina from 
the plate. The plate with the pellets was raised into the furnace. The soak time of sintering 
was 2 hrs at 1400 °C. The heating and cooling rates were 5 

2.2 Characterization 

2.2.1 Density and Phases 

The crystalline phases in the calcined powders and sintered pellets were determined 
by X-ray powder diffraction with monochromatic (Ni filter) CuKa radiation (Reich Seifert 
Iso-Debyefley 2002, A = 1.5405 A°). The densities of sintered pellets were calculated by 
measuring the geometrical dimensions and the mass of the pellets. j 

2.2.2 Dielectric Properties i 

For dielectric constant measurement at 13 MHz, 1mm thick disks with parallel faces 
were sliced from the pellets using a low speed diamond saw. Both side of the disks were ; 
coated with a silver paste (Eltecks Corporation, Bangalore, 1228). The silver paste was 
cured at 120 °C for 2 hrs. ^ 
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(a) 



(b) 


Figure 2.1; (a) Schematic diagram of sample holder, (b) Schematic arrangement for dielectric 
constant and TCC measurement. 
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Table 2.1: Linear coefficient of thermal expansion for various phases. 


Si.No. 

Phases 

a 

Ref. 

1 

hIgTi 03 (MT) 

7.5 - 8.5 

— 

2 

CaTiOsjcT) 

9 


3 

MgAl 204 (MA) 

6.6 

50 


The silver plated disk was held in a holder shown in Fig - 2.1 and its capacitance at 13 
MHz measured using impedance analyser (Model HP 4192 A). The relative permiith'ity was 
calculated using the formula : 


TTCP 4ct (r, 

c = = ^ (-. 1 ) 

Where eo is permittivity of free space, c is capacitance of the disk and ‘t’ and ’d’ are the 
thickness and diameter of the sample respectively. The impedance analyser was a:so used for 
the measurement of temperature coefficient of capacitance (TCC). The TCC was measured 
from room temperature to 75 - 80 °C. It was calculated by the formula 


TCC = 


1 C{T2) - C{T^) 

C{Ti) Ta-Ti 


( 2 . 2 ) 


Where C{Ti) and C{T 2 ) are the capacitances at room temperature Ti and at a higher 
temperature T 2 (75-80 °C). The temperature coefficient of resonant frequency fTCF) was 
calculated by using the relation [4] 


TCF = "{TCC -h a) (2-3) 

Where a is the linear coefficient of thermal expansion. The value of a for various phases 
are given in Table 2.1 

The quality factor (Q) and dielectric constant of each sample were also measured at mi- 






2.2 Characterization 


30 


crowavc frequencies (5 to 10 GHz), by using a parallel-plate method combined with network 
analyser and a computer (at ACES, IIT Kanpur). The measurement procedure is described 
in chapter - 1. For the measurement of quality factor, the sample diameter to thickness ratio 
was maintained between 2 - 2.5 . The dielectric constant measured at 13 MHz by impedance 
analyser and at 5 to 10 GHz with network analyser were found to have nearly same values 
within the experimental error. 

2.2.3 Lattice Parameter Determination 

For lattice parameter determination only the high angle peaks {26 > 55°) were used 
[48]. The peaks were indexed using the standard X-ray data. The lattice parameter of both 
the cubic and rhornbohedral (hexagonal) systems were calculated as follows. 

Cubic System (MgAl 204 ) 

The general formula used for lattice parameter calculation of cubic system is 

a = -^N//i 2 + fc 2 + /2 (2.4) 

2 sm y 

Where ‘a’ is lattice parameter and ‘9’ is diffraction angle, A is wavelength of X-ray 
radiation and hkl are miller indices of diffracting planes. 

For all angles above 55°, lattice parameter ‘a' values were calculated and then these 
calculated values were plotted against cos^ 9. The most accurate value ‘co’ was found by 
extrapolating the plot to a value of cos^ ^ ~ 0, as ^ approaches 90°. 

Rhornbohedral System (MgTiOa) 

MgTiOa has rhornbohedral crystal structure. As is well known [48] the lattice points of 
rhornbohedral cell may also be reffered to a hexagonal cell. From the X-ray diffractogram, 
first the lattice parameters (an,c) of the equivalent hexagonal lattice are determined. In 
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the standard data file these lattice parameters based on hexagonal lattice are given. The 
parameters {an, o;) of rhombohedral system can be determined by using the following rlation. 

<^R = (2.5) 

sin ^ ~ 2^/^ + (c/Gjcf)^ (2.6) 

But in general, the formula used for lattice parameter calculation in hexagonal systems 
are 


aj? 


A ! {h^ + k^ + ^ /c\2 

sin^V 3 4 \a) 


(2.7) 


A Ucy jh^ + k^ + i^) F 
sind\ \a j 3 ”^4 


( 2 . 8 ) 


The accurate lattice parameters in this system were obtained by succesive approxima- 
tions. At first the approximate values Oi and ci of the lattice parameters from the positions 
of two highest angle lines, were calculated. The approximate axial ratio ci/ci was then 
calculated and used in equation (2.7) to determine an ‘a' value for each highest-angle line on 
the pattern. These values of ' g' were then extrapolated against cos^9 to jfind a more accurate 
value of o, say a^- By the similar way the value of C 2 was calculated. Then by using the 
ratio of Ca/aai the whole process of calculation of ‘a' and V was repeated. This repeated 
process was continued for five succesive times to get more accurate value of ‘a' and ‘d. The 
calculation was done, using a computer programme given in Appendix D. 
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2.2.4 Microstructure Studies by Scanning Electron Microscope 
(SEM) 

For the study of microstructure, the sintered pellets of different compositions were pol- 
ished to 0.25/iTn. The procedure of polishing of samples are as follows. 

(i) Polished with SiC (2/im) powder with water, on glass plate, for 30 minutes. 

(ii) Polished with Al20z{lfj.m) powder with water, on glass plate, for 30 minutes. 

(iii) Polished with diamond paste {Z/j,m) with hifin fluid, on glass plate, for 30 minutes. 

(iv) Polished with diamond paste {3jum) with hifln fluid, on micro polishing cloth, for 
30 minutes. 

(v) Polished with diamond paste (1/Ltm) with hifln fluid, on micro polishing cloth, for 
30 minutes. 

(vi) Polished with diamond paste (0.25/im) with hifin fluid, on micro polishing cloth, 
for 30 minutes. 

The polished pellets were cleaned with acetone by using ultrasonic dismembrator. After 
cleaning, the pellets were etched chemically by using a. IHF : \HNOz solution and then 
thermally etched at 1300 °C for 20 minutes. The etched samples were coated with Au-Pd 
by sputtering. Finally the microstructure were observed by scanning electron microscopy 
(SEM). 



Chapter 3 


Results and Discussion 

In the present study synthesis of {{MgQ.r^CaQ.Qs)TiOz)^ - {MgAkO^^ -X ceramics ab- 
breviated henceforth as MTA(v), where v is the corresponding volume fraction of MgAl.O^ ). 
using the mixed powder route and their characterization have been carried out. The results 
are presented in this chapter together with reievent discussion. 

The present study can be categorized into three parts. In the first one, optimization of 
calcination temperatures of MT and MTA powders is covered. The second part comprises 
of the processing of different compositions, varying from MT to MgAl^O^- In the third and 
final part, the characterization studies on the synthesized systems using X-ray diffraction 
(XRD), scanning electron microscope (SEM) and dielectric measurements are covered. 

3.1 Optimization of Calcination Temperature 

Powders of various compositions were calcined at different temperatures for 4 hours each 
as discussed in Chapter-2. The calcined powders were ground in a mortar pestle for 20 - 30 
minutes, before further processing. Fig 3.1(a) and (b) show particle size distributions of the 
calcined powders of two compositions MgAl 204 (0.4 and 0.6), after calcination at 1150 °C 
and after grinding in the mortar pestle. The powders calcined at 1100 °C and 1200 °C had 
similar particle size distributions. Apart from minor variations there is not much difference 
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(a) 



I 

i 

(b) I 


Figure 3.1: Particle site distributions of (a) MTA(0.4) and (b) MTA(0.6), powders calcined | 
at 1150°C7 and ground in mortar pestle. 
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in the particle size distributions. The distribution is flat with average particle size (dso) of 
about lOpm. 

3.1.1 Phases in the Calcined Powders 

Phases in the calcined powders were determined from the X-ray diffractograms using 
the standard X-ray data, for the various possible phases like hIgTiOs, CaTiOs, Mg2Ti04, 
MgTi205, Al2Ti05, MgAl204, AI2O3, Ti02, MgO. This data is reproduced in Table 3.1 to 
3.9. All the X-ray data from Table. 3.1 - 3.9 is combined in an ascending order of 29 in 
Table. 3.10. 

The phases obtained in the powders of different compositions calcined under different 
conditions are shown in Table 3.11. MgTiOz and CaTiOz phases are obtained in all the 
compositions upto a volume fraction of 0.8 of MgAkOi. At higher aluminate contents these 
phases progressively disappear and increased amounts of MgAU 04 ,, MgO and AI 2 OZ are 
obtained. Even for an aluminate content less than 0.8. the reaction is not complete and 
unreacted A/2O3 and TiO^ are present. In addtion trace amounts of Mg 2 TiOi {M^T) are 
obtained at these compositions. Few representative X-ray charts are shown in Fig. 3.2 - 3.5. 

3.1.2 Density Determination 

Sintered pellets were prepared from these calcined powders (sintering temperature 1400 
°C, 2hrs) and their densities determined. These are given in Table 3.12. The theoretical 
densities of all compositions are given in Appendix B. 

From the results given in Table 3.11, it is seen that the highest density is obtained when 
the calcination temperature 1150 °C. Hence this temperature was used for calcination for 
all compositions. 
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'Table 3.1: Sbuulard X-ray data of MgTiOa phase. 
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Table 3.2; Standaid X-ray data of CaTiOa phase. 
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Ial)l(i3.3; Sl.aiidard X-ray data of MgAlaO^ phase. 
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Spinel, syn 
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Ref’ Natl Bur. Stand (U.S ) Monogr. 25. 9. 25 (1971) 
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Ref* Ibid 


Color: Colorless 

Pattern taken at 25 C, The sample •was furnished by H.R. Shell. 
Bureau of Mines. College Park. MD, USA. CAS 1302-67-6. 
Shell used a carbon electrode furnace and removed an excess 
of MgO with hot HCl after crushing. Spinel group, spinel 
subgroup. Silver used as an internal stand, PSC: cF56. Mwt: 
142.27. Volume[CD]' 528,12 
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Table 3.4: Standard X-ray data of MgTi 20 r, phase. 
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I'ablc 3.5: Standard X-ray data of Mg 2 Ti 04 phase. 
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Color: Colorless 

Pattern taken at 25 C Prepared by heating together Ti 02 and 
Mg C 03 at 1300 C, grinding and reheating. Spinel group, 
spinel subgroup. Tungsten used as an internal stand. PSC’ 
cF56. To replace 3 05B. Mwl: 160 51. Volume[CD]: 601.40 
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Table 3.G: Slaiulard X-ray data of A^TiOs phase. 
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Table 3.7; Standard X- 


ray data of AI 2 O 3 phase. 
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Tal)le 3.8: Slaiulard X-ray data of rutile Ti02 phase. 
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Tabic 3. 9' Standard X-ray data of MgO phase. 
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Table 3.10: X-ray data from Table 3.1 to 3.9 combined in the order of ascending 29 

Phases 
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Table 3.11: Phases in the calcined powders. Abbreviations include: MT=MgTi 03 , 
CT=CaTi 03 , MA=MgAl 204 , M 2 T=Mg 2 Ti 04 , MT 2 =MgTi 205 , AT=Al 2 Ti 05 , s=small, 
t=trace, BM=ball milling. 
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Figure 3.2; X-ray diffractogram from calcined powder MTA(O) 
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Figure 3.3: X-ray diffractogram 


from calcined powder MTA(0.2). 
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Figure 3.4: X-ray diffractograra from calcined powder MTA(0.6) 
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Figure 3.5: X-ray diffractogram from calcined powder ^^TA.(0.^ 





3.2 Properties of Sintered Samples 


51 


Table 3.12: Density of pellets sintered at 1400 ‘’C, 2hrs from powders calcined for 4 hrs at 
different temperatures. 


Calcination 

temperature(°C) 

Density gm/ cc for volume fraction of MA 

0 

0.4 

0.6 

1100 

89.2, 88.9 
89.2 

85.4, 85.4 

86.9, 86.3 

86.9, 85.2 

1150 

90.6, 90.8 
91.0, 

89.2, 92.5 

91.2, 90.5 

91.4: 91.5 

91.3 

1200 

84.2, 84.0 
84.6 


87.6 


3.2 Properties of Sintered Samples ' 

IlkiiJjl 127926 i 

Table 3.13 shows the properties of sintered samples of various compositions sintered at 
1400 °C for 2 hrs. The density data is plotted in Fig. 3.6. It is seen that the densities of 
samples containing 0.98 and 1.00 volume fraction of MgAl 204 , are very low (e.g. 67.5 % and 
53.9 % respectively). Also unreacted MgO and AI2O3 are present in significant amounts in 
the sintered samples as shown in Fig 3.12. Increasing the sintering time to 4 hrs, did not 
lead to any increase in density. It vi-as found that, complete reaction between AI2O3 and 
MgO in MgAl204 composition took place only after calcination at 1390 °C for 6 hrs for two 
times each with an intermediate ball milling step for 4 hrs. However, this powder was too 
coarse for sintering. 

The phases present in the sintered samples were determined in the same manner, as in 
the calcined powders. Some of the representative X-ray charts are given in Fig 3.7 - 3.12. 
It is observed that the composition MT contains some trace amount of M2T phase. All 
the MTA compositions, upto 0.8 volume fraction contain trace amounts of Ti02, AT, M2T 
and small amounts of AI2O3 phases, with the main phases being MgTiOs and MgAl204. 
The MTA compositions above 0.9 MgAl204 contain large amounts of MgO and AI2O3 as 
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Table 3.13: Properties of MTA(v) samples sintered at 1400 2hr. 
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Figure 3.6: Variation of density with volume fraction of MgAl 204 
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Table 3.14: Comparison of phases in our samples with data in reference [49]; the first line 
in each row is the composition of our samples and the second line is the nearest composition 
for which data is available. 


MA 

(v) 

Wt % 

T 

(°C) 

Phases 

MgO 

AI 2 O 3 

TiOs 

0.2 

30 

50 

20 

1285 

Sp s.s. + MgTi 03 4- Psb s.s. 

0.4 

30 

40 

30 

1285 

Sp B + Psb + MgTiOs 

0.6 

35 

25 

40 

1115 

Psb s.s. + Sp s.s. 

0.8 

30 

10 

60 

1130 

Sp s.s. + Psb s.s. 


described earlier. 

Boden et al [49] have investigated the phase relationship in the system MgO - AI 2 O 3 - 
Ti 02 . The subsolidus phase diagram for the system at 1300 °C is reproduced in Fig. 3.13. 
The various phases that are shown are as follows : Psb = Pseudobrookite; MgTi 205 and 
Al 2 Ti 05 are both isomorphous with pseudobrookite, Fe 2 Ti 05 . Here, pseudobrookite denotes 
a solid solution between MgTi 205 (MT 2 ) and Al 2 Ti 05 (AT). 

Sp = Spinel; Mg 2 Ti 04 and MgAl 204 are spinels. They exist in the composition range 
from Mg 2 Ti 04 to A and MgAl 204 to B. The points A and B are reffered to as spinel A and 
spinel B. 

The phases expected for various compositions according Fig. 3.13 are given in Table 3.14 
and marked by the squares in the same figure. For composition MTA(0.2) and MTA(0.4), 
acording to Fig. 3.13, the phases should be Psb (Solid Solution of MT 2 and AT), MgTiOa 
(MT) and Sp B Experimentally we obtain mostly MT and MA with presence of M 2 T, AT, 
MT 2 , Ti 02 , AI 2 O 3 . The Sp B corresponds to MA solid solution. Also it is known that 
Al 2 Ti 05 decomposes to a AI 2 O 3 and Ti 02 below 1267 °C. Thus the phases obtained are 
in resonable agreement with those expected from the figures. This is true for the other 
compositions also. 
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Figure 3.7: X-ray diifractograms of sintered pellet MTA(O). 
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Figure 3.8: X-ray difeactograms of sintered peDec MTA(0.2). 
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Figure 3.9: X-ray diffractograms of sintered pellet MTA(0.4). 
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Figure 3.10: X-ray diffiractograms of sintered pellet MTA(0.6) 
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Figure 3.11: X-ray diffractograms of sintered pellet MTA(0.8) 
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Figure 3.12: X-ray diffiractograms of sintered pellet MTA(0.98). 
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Figure 3.13: Subsolidus phase equilibrium diagram of the Mg0-Al203-Ti02 system at 1300 
°C. A and B refer to the compositions of the two coexisting spinel phases. Abbreviations used 
include: Psb=pseudobrookite, s.s.=solid solution, sp=spinel, MT=MgTi03, Cor=corundum 
{a-AkOz) [49]. 
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The variation, of measured and calculated dielectric constants are shown in Fig. 3.14. 
For calculation, the dielectric constant of Mgo.gsCaoosTiOa and MgAl204 have been taken to 
be 21 and 7.5 respectively [11, 4]. The logarithmic mixture rule (loge = m logei-co logea) is 
used for calculation. The calculated values have been further corrected for the acrual density 
and the resulting curve is also shown on the same figure. It is observed that the dielectric 
constant decreases monotonically as the content of IvIgAl204 phase increases. This trend 
of decrease in dielectric constant with MgAl204 phase is in agreement with the predictions 
of the logarithmic mixture rule. There is slight variation of measured dielectric constant, 
from calculated value. This variation is attributed the presence of small amount of different 
phases (e.g. M2T, MT2, AT, Ti02, AI2O3). 

The temperature coefficient of resonant frequency (TCF) data from Table 3.13 is plotted 
against MgAl204 content for all MTA compositions in Fig 3.15. It is observed that in all 
compositions, TCF value is negative and as the MgAl204 content increases the TCF increases 
in the negative direction, first slowly and then rapidly. For a fraction 0.45 of hL\ the \TCF\ 
is > 20, the limiting acceptable value in practical resonators. 

The dielectric loss (tan 5) of a ceramic system is usually expressed in terms of quality 
factor (Q {~ 1/ tan J) and the resonant frequency of the sample (a function of dimension). 
The quality factor ‘Q' of various compositions are given in Table 3.13. Since the resonant 
frequency is not constant for all the samples, it is more appropriate to consider ihe product 
Qf. The variation of Qf is plotted against MgAl204 content (Fig-3.16). It is observed that 
the Qf values are low, go through a maximum (c^ 33000) at ~ 0.6 MA amd then again 
decreases as the MA content is further increased. The highest Q.f value 32878 obtained from 
the composition having volume fraction 0.6 of MgAl204 with 91.5 % theoraxical density. 
At higher aluminate contents (0.8, 0.9), the Q.f values are very small (13260, 15750). This 
decrease in Q.f values is attributed to microcracks in the samples and low densities, as 
discussed further in section - 3.5. 
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Figure 3.14: Variation of dielectric constants (a) predicted, (b) measured, (c) corrected for 
density vs volume fraction of MgAl 204 . 
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Figure 3.15: Temperature coefficient of resonant frequency is function of MgAl 204 content. 




Q.f (GHz 


3.2 Properties of Sintered Samples 


25000 


20000 


15000 


10000 



Volume fraction of MgAl 204 


Figure 3.16: The Q.f value of MTA ceramics as a function of MgAl 204 content, (Calcination 
temperature 1150 °C, sintering temperature 1400 "C). 
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The Q.f depends strongly on the processing conditions and density. Thus in the case 
of MTA(O). the Q.f varies from 92/7 to 19900 (Table 3.13), depending upon the processing 
condition and density. Further for this composition, higher value of Q.f (~ 19900) is obtained 
at a lower density (89.2 %) as compared to 17434 at 91.2 % density. This may be due to 
the presence of small amount of Ti02 phase in the latter sample, which was prepareed from 
powders calcined at 1150 °C (as against 1100 °C for the other sample). 

Since the composition of MTA(0.6) had highest Q value, with 91.5 % density, effort 
was made to enhance its density. For this the powder was ball milled before and after the 
calcination step in a teflon jar. Although the density improved to 95.4 % by this method, 
the Q.f detereorated to 16037. Hence the process was not pursued further. The reduction in 
Q is attributed to some teflon carbonaceas product introduced during the ball milling step. 

The above results show that low loss, high Q ceramics with good sintered density are 
obtained in the system MTA when the volume fraction of MgAl204 is 0.6. The composition 
in the neighbourhood of this point were further investigated to see the effect of simultaneous 
variation in the amount of MgAl204 and CaTiOj on the microwave dielectric properties. 

3.3 Optimization of Dielectric Parameters in MTA(v) 
system 

To reduce the TCF further, the amount of both CaTiOs and MgAl204 were varied using 
the formula (Mgi.yCayTiOz)^ - {MgAhOi)^_^. Last section dealt with the compositions 
having constant value of y = 0.05 and a range of x (0 < x < 1). In the present set of 
experiments, the value of x was chosen to be 0.40 to give the volume fraction of \'IgAl204 
to be 0.65, and y was chosen to be between 0.086 to 0.143 instead of 0.05. The reasoning 
behind these choices is given in Appendix C. The results of these experiments are given in 
Table - 3.15 and plotted in Figure 3.17 to 3.19. The TCF data from Table - 3.14 is plotted 
with CaTiOa content as shown in Fig. 3.17. It is observed that for the y values (CaTiOa 
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contents) between 0.1 to 0.12 the TCF changes from -4.7 to -j-15.3. Thus in this system the 
TCF can be adjusted to near zero by adjusting the amount of CaTiOs. The q.f product of 
all the new compositions is plotted with CaTiOa content in Fig. 3.18. From that figure, it 
IS seen that the highest Q.f (~ 30464) obtained is at the composition having 0.086 CaTiOa. 
In the composition at 0.1 CaTiOa Q.f value is also quitely high. As we increase the CaTiOs 
content, Q.f value decreases. For the compositions ■ndth near zero TCF and high Q, the 
dielectric constant is between 12 and 13 (Fig. 3.19). 

Table 3.15: Dielectric properties of [Ugi^yCayTiO^)^ - (MgAkO^) at x = 0.4 (volume 
fraction of MA = 0.65). 


SI 

No 

Y 

Density 

(%th) 

Dielectnc Constant 

TCF (ppmAC) 

Q 

f(GHz) 


13 MHz 

GHz 

13 MHz 

GHz 



92.5, 92 3 
92.3, 92.5 

12.03 

11 65 

-16 

-20 


9.5 

23750 

1(b) 

0,086 

93.7, 93.5 
93.5, 93.3 

12.3 

12.0 

-14 9 

-20 

3200 

9 52 

30464 

2 

0.1 

94.2, 94.1 
94.2, 94.1 



-4.7 



9.29 

9.25 

13935 

23125 

3 

0.12 

93, 93, 93 
93.3, 93.1 

13.1 

12 6 

+15 3 

+33 



19651 

■ 

d 143 

93.7, 93 8 
93.4, 94.3 

137 



+13 

1975 

8,98 

17735 
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Figure 3.18: Variation of Q.f of MTA(0.65) system with CaTiOs conteim 
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3.4 Lattice Parameter 

The investigation of lattice parameters has been directed into two fields of interest : 

1. Efforts to determine the systematic crystallographic similarities between related 
phases. 

2. The possibility of using lattice parameter changes with changes of composition as a 
probe to help clarify the understanding of solid solution formation. The lattice parameters 
of hexagonal MgTiOs and cubic MgAl204 are given in Table 3.16 and Table 3.17. 

Table 3.16: Lattice parameters of MgTiOs (hexagonal) system. 


MTA(v) 

a (A”) 

c(X») 

c/a 

MTA(O) 

5.0937 

13.9908 

2.7466 

MTA(0.2) 

5.0741 

13.9580 

2.7508 

MTA(0.4) 

5.0582 

13.9245 

2.7528 

MTA(0.6) 

5.0405 

13.8463 

2.7470 


Table 3.17: Lattice parameters of MgAl204 (cubic) system 


MTA(vj 

a (A”) 

MTA(0.2) 

8.070922 

MTA(0.4) 

8.081421 

MTA(0.6) 

8.112471 

MTA(0.8) 

8.130346 

MTA(0.9) 

8.119699 

MTA(0.98) 1 

8.0541 

MTA(l.O) 



The lattice parameters of both the systems are plotted against volume fraction of 
MgAl204 (Fig. 3.20 - 3.23). It is observed that, lattice parameter (a,c) of MgTiOs sys- 
tem goes on decreasing, as MgAl204 content increases. In case of MgAl204, the lattice 
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Figure 3.20; Vaxiation of lattice parameter a[A°) of MgTiOg with MgAl 204 content. 
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Figure 3.21: A'ariation of lattice parameter c{A°) of MgTiOs with MgAl 204 content. 
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Figure 3.22: c/a of MgTiOs vs MgAl 204 content. 
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Figure 3.23: Variation of lattice parameter of MgAl 204 with different !MTA(v) compositions. 
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Figure 3.24: Variation in the unit cell size of the spinel solid solutions. Open circles show 
individual meesurements and their size shows the estimated accuracy of measurement [49]. 
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parameter increases as % MgAl204 in MT-MA system is increased, but after the composi- 
tion MTA(0.8) it decreases. The decrease in lattice parameters in MgTiOa, is due to Al^-I- 
entering substitutional sites in the lattice of MgTiOs. 

It is observed that all four of the following substitutions are possible. 

(i) Mg2+ + Ti^+ = 2 Al^+ 

(ii) Mg2+ + Ti'‘+ = 2 A13+ and 3 Ti‘^+ 

(iii) 2A13+ = 3 Mg2+ 

(iv) 2A13+ = 3 Mg2+ and 3 Ti4+ = 4 Al3+ 

Since the ionic radii of AP+ (0.51 A°) is smaller than the Ti‘^+ (0.68 A‘’), this may 
decreases the lattice parameter. 

Fig. 3.24 [49] shows that the variation of the lattice parameter of MgAl204 as Mg2Ti04 
dissolves in it. This shows that the lattice parameter increases as the Ti concentrates in 
MgAl204 increases. Fig 3.23 gives the present result which show that, as the concentration 
of MgTiOa increases (from the MA end) the lattice parameter does increases but after ~0.2 
volume fraction of MgTiOa, the lattice parameter again decreases. This seems that the 
solubility of Ti in MgAl204 may be peaking at 0.2 volume fraction of MgTiOa. 

3.5 Microstructure 

Fig. 3.25(a)-(g) shows the microstructures of the polished surfaces of the samples with 
different compositions. Due to the lack of availability of enough time on SEM, the definitive 
identifications of the phases by EDAX analysis could not be done. Prom the micrographs 
it can be seen that in the sample with no MgAl204 (Fig. 3.25(a)) large size grains are 
predominant with smaller number of smaller sized grams. As the phases in the sample are 
MgTiOa and CaTiOa in the ratio 0.95 and 0.05, it can be said that the larger grains are 
MgTiOs and smaller grains are CaTiOa. Fig. 3.25(b) and (c) clearly show that the size of 
MgTiOa grains decreases as amount of MgAl204 increases. In the sample with 0.6 MgAl204, 
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th© grain sizes of all the constituent phases are similar and uniform. The average grain size, 
here is less than 5 /im. This composition showed the best properties in terms of Q and 
TCF. As the amount of MgAl204 increases, larger grains appear which should be MgAl204. 
Microcracks in the samples also appear at high concentration of MgAl204 (Fig. 3 . 25 (f)). 
The properties degrade as the amount of MgAl204 is increased beyond 0.6 volume fraction 
of MgAl204. 
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Figure 3.25: SEM micrographs of compositions (a) MTA(O), (b) MTA(0.2), (c) MTA(0.4), 
(d) MTA(0.6), (e-f) MTA(0.8), (g) MTA(0.9). 




Chapter 4 


Conclusion 


In this work ceramics in the system {Mgo.gsCao.osTiOz) - (-'V/5A/2O4) have been inves- 
tigated with a view to their suitability for application in dielectric resonators. The compo- 
sitions with volume fraction of MgAl204 0 , 0 . 2 , 0 . 4 , 0 . 6 , 0.8 0 . 9 , 0 . 98 , 1.0 have been studied. 
The density of all the compositions upto 0.9 MgAl204 was found to be between 90 to 93 % 
of the theoretical density. Above 0.9 MgAl204, the density drastically goes down decreasing 
to 53 % for 100 % MgAl204, at a sintering temperature of 1400 '’( 7 / 2 h. The use of inter- | 
mediate ballmilling step enhances the density to 95.4 %, but the quality factor is severely 
reduced. The major phases in the sintered samples were MgTiOs, CaTiOa and MgAl204. 
The presence of small amounts of phases Ti02, AI2O3, Mg2Ti04, MgTi205 and Al2Ti05 also ; 
affect the dielectric properties. The decrease in lattice pmameter of MgTiOa with MgAl204 1 

content showed that Al^-I- enters the lattice of MgAl204. The lattice parameter of MgAl204 

' 

attains a maxium value at an intermediate composition. 

The decrease in the dielectric constant of (MgCajTiOa upon addition of MgAl204 is in 

I 

agreement with the logarithmic mixture rule. There is no systamatic variation of quality 
factor with increase in the content of MgAl204. At higher MgAl204 (> 0.8) content the | 
quality factor goes down due to poor density and the generation of microcracks in the 
sintered bodies, which cause high loss. The value of TCP in all the compositions increases 




with increase in MgAl204 content. With this investigation, it was seen that the composition 
at 0.6 MgAl204 has best properties (e^ ~ 12.4, Q ~ 3400 at 9.67 GHz and TCP ~ -26.4 
ppm/^C). The compositions were further modified by wying the value of y in the formula 
0.35 (Myi-yCttyTiOz) - 0.65 [MgAl 204 ). Highly temperature stable composition could be 
obtained by adjusting the value of y. The composition at ^ = 0.1 has €r - 12.7, Q ~ 2500. 
and TCP — +10 ppm/°C at 9.67 GHz. This investigation leads to conclusion that the 
composition 0.35 {Mgo,gCao.iTiOz) - 0.65 (M^A/204) has suitable dielectric properties for 
use in dielectric resonator or in coaxial dielectric resonator. 

The further works which may be possible on these investigated systems is as follows : 

(1) Identification of (particularly in microstructure), quantitative determination and 
control of the amount of the minor phases. These phases may have significant effect on 
properties. Purther work can be carried out to investigate the control of the amount of these 
phases and their effect on properties. 

(2) Corelation of microstructure with the dielectric properties of investigated systems 
can be done. 

(3) These systems can be processed by the chemical route, which may give better dielec- 
tric properties (e.g. low loss) and highly densified material with uniformity in stochiometry. 
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Appendix A 

Weight calculation for a particular 
batch 


The general formula used for a batch preparation is {{Mgo_QsCaQ,o 5 )TiOz)^ - {MgAl20^-^_^ 
and abbreviated by (MT)x - (MA)i_i. Here ‘x’ is in moles. So the starting powders for a 
particular composition can be expressed in terms of moles i.e. 

MgO required = 0.95 x + ( 1 -x) 

TiOa required = x 
CaCOa required = 0.05 x 
AI 2 O 3 required = 1 -x 

Let the weight of desired batch be ‘W’ gm, the molecular weight of MT is Mi (~120.985 
gm/mole), the molecular weight of MA (~ 14:2.26gm/mole) and the molecular weight of 
whole system is ‘w’ gm/mole. Then one can write 

XX Ml + {l-x) X M 2 = w (A.l) 

=j> a: X (120.985) -1- (1 - x) x (142.26) = w 
=» x[120.985 - 142.26] = w- 142.26 


^ zz 142.26 — 21.275 x x 


(A.2) 
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But for practical point of view, volume fraction is more easier to find out required amount 
of starting powders. The conversion of mole fraction to volume fraction has been done by 
the relation 


1 — u = 



lAifi I (l-g)A/a 
Pi P2 


(A.3) 


where vi is volume fraction of MT; Mi, pi and M2, (h are molecular weights and densities 
of MT and MA respectively. The density of MT has been calculated (Appendix B) and takes 
to be 3.9026 gmcm“^ The density of MA from JCPDS files is 3.578 gmcm“l The conversion 
from volume fraction to mole fraction is given in the following Table A.l. 


Table A.l: Mole fraction to volume fraction conversion data 


( I - v)mt 

1 

0.8 

0.6 

0.4 

0.2 

0.1 

0.02 

0 

X 

1 

0.836 

0.658 

0.46 

0.243 

0.125 

0.255 

0 


The required amounts of individual starting powders taken for a particular batch of 
total weight follows. 

The weight of MgO required= n[0.95a; + (1 - x)]MMgo gm 
The weight of Ti02 required = n.x.MTi02 gin 
The weight of CaCOa required = n.{0.05).x.McaCOz gm 
The weight of AI2O3 required = n(l - x)Mai203S^ 

Where the fractional term ‘n’ is given by 

Mjvfpo, Mr»o„ Mcacoz and MaizOz are the molecular weights of MgO, TiOz, CaCOa 
and AI2O3 respectively. 

After this calculation, the individual losses were taken into consideration. It can be 
more clear by the following example. 
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Example 

Let us consider a particular batch 0.4(MT)-0.6(MA). 

Here 1 — u = 0.4 x = 0.46 
According to equation (A.2) 

w = 142.26 - 21.275a; = 142.26 - 21.275 x 0.46 = 132.47 

Let desired batch W = 20 gm 

Then n = f = = 0.151 

Amount of MgO required = n[0.95a: + (1 - x)].MMgo 

= 0.151[0.95(0.46) + (1 - 0.46)] x 40.3 = 5.945 gm 

But weight loss in MgO is 25 %. The loss can be considered as follows ; 

The net amount of MgO required = x 5.945 = 7.926 gm 

By this way, the calculation of required amount of Ti 02 , AI 2 O 3 and CaCOs has been 


done. 



Appendix B 

Density calculation of a mixed phase 
system 


Theoratical density of Mgo.gsCao.osTiOs (MTCT) and MTA(v) system has been calcu- 
lated by using the standard data. 

From standard x-ray data file, the theoretical density of MgTiOs (MT) and CaTiOs are 
given by 

Pmt — 3.895 gm/cc, per = 4.036 gm/cc 

Molecular weights of MT and CT are 

Mmt = 120.2 gm/mole, Mcr = 135.9 gm/mole 

Mass of MT in 1 mole of MTCT = 0.95 x 120.2 = 114.19 gm 

Volume of MT in 1 mole of MTCT = = 29.317cc = 

Mass of CT in 1 mole of MTCT = 0.5 x 135.9 = 6.795 gm 
Volume of CT in 1 mole of MTCT = H = l-68cc = 

Now total volume V = vi + V 2 = 30.997 cc 
Volume fraction of MT = ^ = 0.9458 

Volume fraction of CT = ^ = 0.0542 

Pmtct = X Pmt + '^cr ^ Pot 
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PMTCT = 0.9458 X 3.895 + 0.0542 x 4.036 = 3.9026 gm/cc 

Similarly the density of (l-v)(MTCT) - v(MA) system (abbreviated MTA(v)) can be 
obtained. 

Example 

Consider a particular system MTA(0.6) We have the theoretical density of MA is 3.578 
gm/cc. 

So, pMTAio 6) = 0.4 X Pmtct + 0.6 X = 0.4 X 3.9026 + 0.6 x 3.578 = Z.707Sgm/cc (B.l) 

The theoretical density for various compositions calculated as above are given in the folloving 
Table. 


Table B.l: Theoretical density of all MTA(v) system. 


Compositions 

Theoretical densities 

MCA(O) (MTCT) 

3.9026 

MCA(0.2) 

3.8377 

MCA(0.4) 

3.7727 

MCA(0.6) 

3.7078 

MCA(0.8) 

3.6429 

MCA(0.9) 

3.6104 

MCA(0.98) 

3.5845 

MCA(l) (MgAl204) 

3.578 



Appendix C 


Predicted data for optimization of 
dielectric properties 


The reported values of relative permittivities and TCF of MgTiOs, CaTiOa and MgAl204 
[50] are 

Table C.l: €r and TCF data of MgTiOs, CaTiOs and MgAl204 system. 



MgTiOs 

CaTiOs 

MgAl204 

€f 

13 

168 

7.5 

TCF 

-57.5 

+916 

-71.6 


Using the above data, the value of TCF and in the system {Mgo^s^Caa.osjTiOs has ; 
been calculated and compare with the reported results as shown below (volume fraction of | 
MgTiOs and CaTiOs became 0.9458 and 0.0542). i 

The presence of small amounts of other phases Mg2Ti04, MgTisOs, AlaTiOs, TiOs and [ 
AI2O3 are also likely to affect the values of TCF and e^. The amounts of these phases in 
our samples are small. As the data on their individual TCF values is not available, an i 
effective TCF for MgAi204 was calculated using the experimental values. This effective ! 

I 

value was taken to include the contributions to TCF by other phases. Using this effective [ 
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Table C.2. and TCF data of Mgo.gsCao.osTiOs system 



I^ISo.QsCao.osTiOa 

calculated 

reported 

fr ! 

14.93 

21 

TCF 1 

-4.7 

1 0 


value of TCF for MgAl204, the values of other compositions was predicted to design further 
experiments. These calculations are illustrated below. The value of TCF for composition 
0.4 {{M gC a)TiOz) - 0.6 {MgAl^Oi) "sfas measured to be -26 ppm/^C. Now taking the cal- 
culated value of TCF (-4.7 ppm/^C) for (MgCa)Ti03, the effective TCF for MgAl204 plus 
other phases in small amounts is given by 
—26.4 = —4.7 X 0.4 + x 0.6 

or TCFma.,, = = -40.8 ppm/»C 

This value of effective TCF is now used to predict the TCF for other compositions 
assuming three phases MgTiOs, CaPiOa and MgAl204. The values of and TCF used for 
calculation as follows. 


Phases 

MgTiOj 

CaTiOa 

MgAl204 (effective) 

TCF 

- 57.5 

+ 916 

-40.8 

€r 

_ 13 

168 

7.5 


The following relation were used to calculate the TCF and €r for different compositions 


(TCF)^.^ = J:^<(TCF), 

i 

(C.1) 

^Og(€r)cerarr^^c=E^^^Og(€r)i 

(C.2) 




Where v^, {TCF)^ and (er)^ axe the volume fraction, TCF and of three constituent 
phases. 
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The predicted values for the compositions 0.35{Mgi_yCayTiO3) - 0.65{MgAl2Oi) 
the range 0.086 <y< 0.143 are given in the following Table C.3. 


Table C.3: Predicted values of and TCP in the system 0.35 {Mgi-yCoyTiO^) 
0.65 {MgAkOi). 


MT 

MT 

CT 

CT 


rppp 

(ppm/»C) 

Volume 

frac. 

mole 

frac. 

volume 

frac. 

mole 
frac. (y) 

0.3174 

0.914 

0.0326 

0.086 

11.52 

- 14.97 

0.3122 

0.9 

0.0378 

0.1 

11.68 

1 - 9.85 

0.3047 

0.88 

0.0453 

0.12 

11.9 

1 - 2.52 

0.296 

0.857 

0.054 

0.143 

12.7 j +5.83 


in 




Appendix D 


Software for lattice parameter 
calculation 


* LA'rnCE PARAMBTliR CALCULAl'ION FOR HEXAGONAL SYS’FEM */ 

#incliidc<stdio.li> 

#iiicludc<iiuuh.h> 

Adeline lambda 1.54056 
^define pi 3.1416 
#dcfinc iteration 5 

niainO 

{ 

float thcta(501.h(5()|.k|501,1150|.a.c.c_a; 

float sum_x.suni_.'<x.sum_y.suin_vy.sum_7..suin_/.7.,suni_xy,sum_,\7..Lb.g.cs_sq 

float m_a.m c,c_y,c /..p,q.al,a2.bi.b2.dr.d2; 

int i=0J=().n=0; 

char ifilcllOI.onicIlOl; 

FILE ’Tpt. *spf. 
sysicmC'clcar"); 

printfC’ LATTICE PARAMETER CALCULATION FOR HEXAGONAL SYSTEM "); 

printf("\n\n\n\n\n\n\n\n")-, 
printf(" Enter Data File Name; "): 

scanr("'X,s".&inic); 
fpt= fopen(inie,"r"); 
if(fpt==0){ 

irprintf("The File %s Does Not Exist In The Current Directory \n\n\n".ifilc): 
cxitO; 

) 

sprintf(onie."%s.hcx",ifilc): 
spt = fopenCofile/w"); 

whiIc(fscanf(rpt,"%f%f%f%r’,&thcta|n|.&h|n|,&klnl,&l|n|)!=EOF) 

11 ++; 

} 
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pnntf("\ii No orDala"=‘/<id\n\n\!i".n). 

/♦Initial c/a calculation*/ 

p=sin(pi/18()*thcta|()l/2); 

q=sin(pi/18()*tlicta|I|/2): 

al“p*p/(lamb<Ja*lanibcJa); 

a2=ci*q/(lainbda*lainLxla); 

dl=l|()|*l|0|/4: 

d2=l|l|*I|l|/4; 

bl=(h|0|*h(0| I l)l()|*k|()| fk|()|*k|0|)/r. 
b2=(li|l|*li|lMh(l|*k|l|(k|l|*k|l|)/-i. 
c_a=sqrt((a I *d2-a2*d 1 )/(a2*b 1 -a I *b2 )); 


lprintf(.spt."I.A rriC'I'. PARAMI/I'liR ('ALCULATION Ol' lll'XAGONAL SVSIliM I't)R'ill|- INPI mi H 
\"%s\"\n\n",i[ilc). 

pnnlfC'Initial value of c/a = %An\n".c_a), 
fpnntf(spt," Initial \aluc of c/a = %f\n\n".c_a): 

for(j=();j^ itcration;j <-+) 

{ 

sum_.\=(): 

suin_x.\=(): 

sum_v-(); 

suni_)'y=(); 

suni_/=(); 

Mini//- 0; 
suni_,\/, ■(); 
sum_\\ -0. 

fpnnlf(spt."Itcration No:‘M)d\n\ii".(j+l)). 
printfC'Itcration No.“/od\n".(j+l)): 
fprintf(spl."2(thcia) Cos''2(thcta) a c\n"): 

for(i=();i<='n-l;i++) 

! 

t=(pi/18())*(lhcUi|i|/2); 

b=lanibda/sin(t); 

B=(li|i|*li|i|fh|ij*k|i|fkli|*k|i|)/i. 
a=b*sqrl(gf(I|iJ*IIijj/(4*c_a*cji)): 
c=b*sqrt(g*(c_a *c_a)+( I [i | * 1 1 i 1/4)); 
cs_sq*cos(t)*cos(l); 
sum_.\=sum_.\+cs_sq; 

suni_xx=suni__xx+cs_sci*cs_sc|; 

sum_y*suin_v+a: 

sumjyssumj.y+a^a; 

suni_z=»siiin_7.+c; 

suin_z/’=suin_z/,+c*c; 

sum_xy=suni_x>*+cs_sq*a; 

sum_x7;=suni xz-H:s sq*c: 

fprintf(spt,''\n%5.5f%15.5f%l5.5f%15.5r.thctafi|.cs_sq.a.c); 

} 

printf("\n a = %P(c = %f(ac/a = %l\n\n\n".c_y.c_7..c_a);".c_y.c_7..c_a); 

} 

fclosc(fpl); 
fclosc(spt); 
printf("\n 
printf(" 


Results Available In %s \n\n\n'',ofilc); 
Thank You\n\n\n\n’'); 



I* LATTICE PARAMETER CALCULATION FOR CUBIC SYSTEM */ 


#incIudc<stdio h> 

#includc<nialh h> 

#dcrinc lambda I 54056 
-define pi 3 1416 

muiiiO 

{ 

float theta|501.h(50|.k(5()|.l|50|.a.t.d.b.g.cs_sq. 

float sum_N.sum_\x.sum_v.sum__VY.sum_xv; 

float m_a.c_Y. 

int i=().n=0. 

char ifilcl lOI.ofilcI 10|. 

FILE *fpt. *spt. 
systcm("clcar"); 

printfC LATTICE PARAMETER CALCULATION FOR CUBIC SYSTEM "); 

pnntf("\n\n\n\n\n\n\n\n"): 

printf(" Enter Data File Name: "), 

scanf("%s".&ifilc): 
fpt = fopcn(ifiIc."r"). 
ifffpt == 0){ 

pnntfC'Thc FiIc“oS Does Not Exist In The Current Dircctor>’\n\mn’'.ifilc); 
cxitO; 

} 

spnntf(ofiIc."%s cbc'.ifilc); 
spt = fopcn(o^lIc,'^v"): 

\vhiIe(fscanf(fpL"%r%f%r%r.&thcta|n|.&hlnl.&k|n|.&l|n|)!=EOF) 

{ 

n++; 

} 

Printf("\n No. of Data = «/>d\ii\n".n): 

fprinir(spL’' RESULTS OF CUBIC SYSTEM FOR THE INPUT FILE \"%sV'\n \ii’'.irilc); 

rprintf(spt."2(thcla) Cos''2(tIicta) a \n"): 

sum_x=(); 

sum_xx=(): 

sunt_3’=(); 

sutii_vy=(); 

sum_xy=0: 


for(i=0;i<=n-I:i++) 

( 

t=(pi/I80)*(thcla|i|/2); 

b=lambda/(sin(t)*2); 

gnhlil*li|i|t-k|i|*k|i|il|i|*l|i|); 

a-b*scjrl(g); 

ird-a;()) 


cs_sq=cos(l)*cos(l); 

sum_x=suni_x+cs_sq: 

suni_xx=suin_xx+cs_sq*cs_sq: 

suiu_v=sum[_ 3 '+a; 

sum_vy=suni_vy+a*a. 

suni_x 7 =sum_xy+cs_sq*a; 

fpnnlf(spt."\n%5 Sf % 1 5.5f % 1 5.5f ".thclali|,cs_sq.a): 

} 

m_a=(sum_xc_j=(sum_v/n)-m_a*(suin_x/(noat)n).sum_\*suni_x/(noat)n)) 

fprintf(spt,'’\n\n After Extrapolation (cos sq Dicta = 0) a = %f \n".c_v): 
fclosc(rpt); 

fclose(spt): RcsultsThank You\n\n\n\n");n\n",orile): 

printf("\a 
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